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The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


06/17/2011 


Michael Thaler 

Assistant District Attomey, Norfolk County 
Dear ADA Thaler, 

Enclosed is the infomiation you requested in regards to Conunonwealth vs. Included are 

copies of the followmg: 

1. Ding Analysis Laboratory Receipt. 


2. Cuiriculuin Vitae for Annie Dooklian, and Kate Corbett. 

3. Control Cards with analytical results for samples # 

4. Analysis sheets with chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples 

Annie Dookhan was the custodial chemist and perfomied the preliminary testing and net weight for 
this sample. Kate Corbett was the confirmatory chemist and analyzed the GC/MS data for this 
sample. 

If you have any questions about these materials, please call me at the number below. 



Chemist II 


Dmg Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617)983-6625 

Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


The Commonwealth of Massachusetts 

Executive Office of HeaUh and Human Services 
Department of Public Health 
State Laboratoiy Institute 


DRUG RECEIPT 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department: _Qo 

Name and Rank of Submitting Officer: _ 


Police Reference No.:| 


Defend an t(s) Name (last, firsL initial): 















CuiTiciilum Vitae 


Annie Khan (Dookiian) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry. 

University of Massachusetts, Boston, Ma, Bacliclor of Science in Biochemistry. 

Experience; 

2003 - present 

Chemist I, n. Massachusetts Department of Public Health, Drug Analysis Laboratory 

*Completed six-week braining course conducted by senior staff witliin the Department of Public 
Health, Drug Analysis Laboratoiy. 

*Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

♦Responsible for the identification of illicit drugs to determine violations of hannflil and narcotic 
drug laws. 

♦Trained in the use of complex analytical instrumentation, microscopes and balances for the 
purpose of drug analysis. 

♦Maintenance and repairs of all analytical inslmmenfs. 

♦Responsible for the Quality Control of all analytical instruments, reagents and controls/standards. 
* Responsible for the Quality Control/Quality Assurance program for the drug lab. 

♦Notaiy Public. 

♦Qualified as an expert witness in Massachusetts Courts and U.S. District Court 
2001-2003 

OC Analyst I, n. UMMS-Massachusetts Biologic Laboratory, QC Material Control 

♦Completed proficiency training conducted by a mctfiber of the staff within (he MLB Quality 
Control and Qualify Assurance Department. 

♦Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA, 

♦Writing, revising and reviewing Standard Operating Procedures (SOPs). 

♦Trained and supervised new chemists and interns for the department, 

♦Routine QC testing of products for the FDA, 

♦Trained in the use of complex analytical inshuineniation, and balances for the purpose of QC 
analysis for product and validation projects. 

♦Calibration, preventive maintenance, QC and QA of analytical instrumentation. 

♦Complete testing of chemicals for Vendor Validation Project for the PDA. 

♦Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck hidex, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous trainings) 

GLP/GMP course with Massachusetts Biologic Laboratory, 

QC/QA (raming according to FDA Codes and Regulations. 

GC and GC/MS courses with Agilent Technologies and Restek. 

HPLC course with Waters Cooperation. 

Fl'lR course with Spectros. 

TOC training with MBL and Sievers. 

Association: > 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAPS) 


Folk OIG PRR 047992 





Curriculum Vitae 


Kate A. Corbett 
Education 

Bachelor of Science Degree, CHEMISTRY May 2003 
MERRIMACK COLLEGE 

Coursework included; Organic Chemisiry, Inorganic Chemistry, Quantitative 
Analysis, Instrumental Analysis, Physical Chemistry, Physics, Calculus 


Employment 

Chemist II State Laboratory Institute (March 2008-Present) 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substance and trafficking substances to 
determine violation of the Massachusetts drug laws 

> Responsible for the identification of pharmaceuticals to determine violation of 
the Massachusetts drug taws 

> Operate analytical instrumentation, microscopes and balances for forensic 
drug analysis 

Chemist I Slate Laboratory Institute (2005-March 2008) 

Massachusetts Department of Public hleaith 

Drug Analysis Laboratory 

> Responsible for the ideniification of substance to determine violation of the 
Massachusetts drug laws 

> Operate analytical instrumentation for the purpose of performing forensic 
drug analysis 

> Successfully completed an eight week training course in the analysis of drugs 
conducted by senior staff of the Department of Public Health, Drug Analysis 
Laboratory 

> Appointed an assistant analyst for the Department of Public Health, Drug 
Analysis Laboratory in 2005. 

Research Associate (September 2003 - August 2005) 

SENSOR TECHNOLOGIES, INC - Shrewsbury, MA 

> Prepared chemistries used in making sensor beads 

> Generated and examined sensors employing fluorescence spectroscopy 

> Performed protein, dye and sugar assays using UV/VIS spectrophotometry 

> Carried out titrations on ricin using fluorescence correlation spectroscopy 

> Statistical analysis of experimental data 

Intern (March 2003 - August 2003) 

MASSACHUSETTS STATE POLICE CRIME LABORATORY - Sudbury, MA 

> Assisted in the gathering of case files to fulfill the National Institute of 
Justice’s No Suspect Backlog Reduction Grant 

> Observed in the Evidence, Criminalistics, DNA, Drug, Trace, Toxicology, and 
Bomb/Arson Units 


Folk OIG PRR 047993 
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Officer: Detect! 
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Amount: 4.0 

No. Cont: 1 

Date Rec'd: 09/21/2 
Gross Wt.: 2.2 
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City: Quine 
Officer: Detect!' 

Def. 

Amount: 

No. Cont: 1 

Date Rec'd: 09/21/2 
Gross Wt.: 2.5 


















San^ple ^rl 




E.O, weight ^Z 


Dcscripiion: 


- o ,^2 Ot. 


BalTistic I.D. S \ "2-, 


^cxoS- 


I.D. Source < v\(Ac 

O^cocS-cJViL 
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Final I.D. 
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MICROMEDBX® Healthcare Series ; POISIMDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Oxycodone Hydrochloride 

Regulatory-Sfatus: Schedule II 

Ingredients 

Actlve>lngredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcryslalllne 
Sodium Starch Glycolale 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability; United States 

Avaiiable-Contafner-SIze; Bottle of 100 ' 

Contact; Covidien Mallinckrodt 
Product ID: 6594281 

AAPCC Code; 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acelylsalicylic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints; M30 - The M enclosed in a box is imprinted on one side and 30 above the score Is 
imprinted on the reverse side. 

M30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 


© 1974- 2010 Thomson Reuters. All rights reserved. 


zf/oo/om n 
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MICROMEDEX® Healthcare Series: POISINDBX® Document 

Page 1 of 1 


POfSINDEX® Product List 



Endocet 


Regulatory-Status: 

Schedule fi 


Ingredients 



Active-Ingredients: 

Acetaminophen - 325 MG 

Oxycodone -10 MG 


Excipients: 

pregelatinized starch 

Stearic Acid 
colloidal silicon dioxide 

CroscarmellosG Sodium 

Crospovidone 
microcrystalline cellulose 

Povidone 


Availability & Manufacturing 


Availability: 

United States 


Available-Container-Sizes: 

Bottie of 100; Bottle of 500 


Contact: 

Endo Laboratories 


Product ID: 

6527365 


AAPCC Code: 

072702 - Acetaminophen with Oxycodone 


Registry Mumbers: 

NDC 60951-0712-70 

NDC 60951-0712-85 


Physical Description 



Imprint: 

E; 712; 10/325 


Form: 

Tablet 


Color: 

yellow 

1 

Shape: 

Ova! 


© 1974- 2010 Thomson Reuters. AH rights reserved. 


1 ji . / r . .. il. -. 1. . . . ... 


^ /O A1 A 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 

Page 1 of 1 


POISINDEX® Product List 



Acetaminophen And Oxycodone 


Also known as 

Oxycodone And Acetaminophen 


Regulatory-Status: 

Schedule II 


Ingredients 



Active-Ingredients; 

Acelaminophen - 325 MG 

Oxycodone Hydrochloride - 5 MG 


Excipients; 

Stearic Acid 

Crospovidone 

Povidone 

microcrystalllne cellulose 
pregelatinized starch 

Silicon Dioxide 


Availability & Manufacturing 


Availability; 

United Stales 


Available-Container-Sizes: 

Bottle of 100; Bottle of 500 


Contact: 

Covidlen Mallinckrodt 


Product ID: 

5726249 


AAPCC Code: 

072702 - Acelaminophen with Oxycodone 


Registry Numbers: 

NDC 00406-0512-01 

NDC 00406-0512-05 


Physical Description 


’ 

Imprint: 

512 


Form: 

Tablet 


Color: 

white 


Shape: 

Circle; scored 


© 1974“ 2010 Thomson Reuters. All rights reserved. 



A -a: -.T J A. r . ‘ .A-r» . . .1 
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Pharmaceuiical Analysis Sheet 


Sample 




E.O. wemht *2-- \C 


Desenplion: ^ -Vc-lV' 


Baiiistic I D. G- SA 


l.D Souice 


l-iiial l.D. 



complcied^ 


V- - O . ^ ^ 


G-C:=^ 


’S'CacVO 



Sample ■! _City_ . E.O. weiylu 

Count_Description: 

Ballistic l.D._ 

LD. Source_ 

Final LD._MS chemist_ completed 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\SYSTEM7\05_03_10\714644.D 

Operator : DCS 

Date Acquired : 3 May 2010 17:40 

Sample Name : BLANK 

Submitted by ; 

Vial Number : 1 

AcquisitionMeth: DRUGS 
Integrator : RTE 



Tlme-> 2.00 2.50 ’ ioo 3.&) 4.56 4.50 ' 5.00 5.50 6.00 ' 6.50 ’ 7.6o ' 7.56 8.0O 8.50 9.5o 9.50 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


714644.D Fri Jun 17 10:24:49 2011 Page 1 
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Area Percent / Library Search Repoi't 


Information from Data File: 

File Name : F:\Q2-2010\SYSTEM7\05_03_10\714645.D 

Operator : DCS 

Date Acquired : 3 May 2010 17:53 

Sample Name : OXYCODONE STANDARD 

Submitted by : 

Vial Number : 45 

AcquisitionMet h: DRUGS 

Integrator : RTE 


Abundance TIC:T1^-«:D 

j i 5(55 

I 250000! j 

; ! I 

; ! i 

j 200000 ; 

j 150000j j 

! loooooj I 


50000! 


bime-> 2.00 ' 2.50 ’ 3.bo 3.60 ’ ' 4.66 4.50 ' s.^o" ' ’ 6.00 ’ ' 6.50 ' ' 7 66 ' ' 7.b6 " 8.00 8.50 ' ‘ 9.00 ’ ’abo" 


Ret. Time 

Area 

Area % 

Ratio % 

5.549 

401089 

100.00 

100.00 


714645.D Fri Jun 17 10:24:51 2011 Page 1 


Folk OIG PRR 048001 










Area Pex'cent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM7\05_03_10\714645.D 

DCS 

3 May 2010 17:53 

OXYCODONE STANDARD 

45 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 
Minimum Quality: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

5.55 

C:\DATABASE\PMW_TOX2.L 
Oxycodone 

Endogenous biomolecule AC 

000076-42-6 90 

000000-00-0 16 


Abundance 

80j 
60l 


42 


40; 


20 i 


55 


“Average of 6:52~2lD 5WTmn::Tim5:0 (-) 


70 


230 


115 


140 


84 


98 


I 128 I 


40 50 60 


161 

I::! 152,1 i 


175 


215 


258 


lAbuf^ance 


60 \ 


60! 


;0 70 8*0 90 100 lio 120 1^0 140 150 l 60 170 180 1£ 


244 


272 287 


315 , 


300 


0 260 2-io 220 230 240 2^0 2^0 270 2& 290 300 31 


P“i^r3“ 


315 


40: 


20j 


Oi 


70 

) 

i 


140 


201 


185 


230 


258 


217 


244 


281 


300 


:m/z-> 40 ’ 50 ' e'd ' 7'6' 80 ’ 90 100 1 ^ 0 120 130 140 150 160 170 180 190 200’ 2 i 0 2^0 230 240 250 260 270 28o’ 290 'SOO 310 


714645.D Fri Jun 17 10:24:52 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM7\05_03_10\714646.D 

DCS 

3 May 2010 18:05 

BLANK 

1 

DRUGS 

RTF 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


714646.D 


Fri Jun 17 10:24:55 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P: \Q2-2010\SYSTEM7\05_03__10\714647 .D 
DCS 

3 May 2010 18:18 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance TICy714647.D 



^ime-> ° 2.00' 2 J 0 "l.bo 3.50 4.00 ’4.5 o S.OO 5,56 6.00 6,50 7.00 7.bo 8.b0 8.56 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


714647.D 


Fri Jun 17 10:24:58 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\SYSTEM7\05_03_10\714648.D 

Operator : DCS 

Date Acquired : 3 May 201 0 18:30 

Sample Name : 

Submitted by : ASD 
Vial Number : 48 

AcquisitionMeth: DRUGS 
Integrator : RTE 


lAbundance 

i 20000001 

f i 

I 

iSOOOOOj 

1000000 ; 

I ; 

500000 

|Time--> ^ 2.00 ‘ 2.50 3.66 3.6o 4.00 ' 4.50 656 5.66' 6.00 6.50 7.bo 7.66^ 95o 9.6o 


Ret. Time 

Area 

Area % 

Ratio % 

5.565 

3129970 

100.00 

100.00 


714648.D Fri Jun 17 10:25:01 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

F;\Q2-2010\SYSTEM7\05 03 

_10\714648.D 

Operator 

DCS 


Date Acquired 

3 May 2010 18:30 


Sample Name 



Submitted by 

ASD 


Vial Number 

48 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Search Libraries: C:\DATABASE\SLI 

Minimum Quality: 90 


C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# RT 

Library/ID 

CAS# Qual 

1 5.56 C:\DATABASE\NIST98,L 



Oxycodone 

000076-42-6 99 


Oxycodone 

000076-42-6 99 


Oxycodone 

000076-42-6 99 


Abundance 


80 


60 


401 


201 


42 


Average 6f 5.yi716-5T55 rnjn::7^^^ 


70 

i 


115 


140 


201 


230 

i 

I 


55 


84 


98 


128 


187 


315 


159 


175 


258 


'm/z-> 30 


244 


272 


286 


300 


329 


'Abundance 

80! 

I 
I 

60j 

j 

I 

4o; 

i 

20 i 


! 215 

40 5^0 60' 'Tlr'eb 90 10011 o' 120130140150 ^601701^1902I02:10 220 2io 240 250 2602:7b 280 290300 3i03^0330 ■ 

WSeiOBTDxycd^ . 


315 


230 


70 


140 


201 


I 


115 


42 


hVz-> 30 


58 


84 98 


128 


187 


4b' ’ 5 O 0 '70^ 8'o' 'gbTo011012o""l 30 140 V 501 60 *170 iSo 190 200 210^220 230 240 250 2^0 2^0 280 290 300 310 320 330 


167 175 


217 


258 


244 ij 272 

■I"':. r'h i,, I 


286 


300 


714648 .D 


Fri Jun 17 10:25:02 2011 


Page 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q2~2010\SYSTEM7\05_03_10\714649,D 
DCS 

3 May 2010 18:43 

BLANK 
ASD 
1 

DRUGS 

RTE 



hme-> 2.00 ' 2.50 ' ' 3.bq ' 3.^' 4,b6 ' 4.50 ’ 5-5o ' 5.b o 6.00 ’ 6.bo ' 7.00 7.50 \ 8.bo ' 8.50 ^ 9.b0 9,50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


714649.D 


Fri Jun 17 10:25:05 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q2-2010\SYSTEM7\05 03 10\714650 

Operator 

DCS 

Date Acquired 

3 May 2010 18:56 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

1 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 

Abundance 

. i\c:7wm<y.o . 



T(me-> ihb ' 2.60 ' 3.bo ^60 4.00 4.06 5.60 ' 5.66 6 .bo ’ 6.50 ' 7.60 ’ ' 7.60 8.66 ’ ' 8.50 ' 9.00 9.5o 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


714650.D Fri Jun 17 10:25:07 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM7\05_03_10\714651.D 

DCS 

3 May 2010 19:08 


ASD 

51 

DRUGS 

RTE 


Abtind^ce " .. TrO; 714651 b" 

: 400000 ! 


300000i 

I 

i 

i 

200000I 

! 

100000; 


Time-> 2.00 ’ 2.50 ibo' 

i50 ' ' 4.00 4.50 ibo 

5.50 ’ 

' G.bo ' 

’ 6.50 7.00 ' 7, bo 8.00 8.50 9.00 9.50 ' i 






Ret. Time 

Area 

Area 

% 

Ratio % 

5.549 

594332 

100 . 

00 

100.00 


714651.D 


Fri jun 17 10:25:10 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM7\05_03_10\714651.D 

DCS 

3 May 2010 19:08 


ASD 

51 

DRUGS 

RTF 


Search 

Libraries: C:\DATABASE\SLI 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 
Minimum Quality: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

5.55 

C:\DATABASE\PMW_TOX2.L 

Oxycodone 

Endogenous biomolecule AC 
Cyproheptadine-M (nor-) AC 

000076-42-6 90 
000000-00-0 30 
000000 -00-0 2 

jftbundance 


AveragedTBTFlTTo 5.687lTiln.:T14651 .D (-) 

315 : 


80 ! 


60! 


i 

40; i, 

i !i 


20 . 


70 


230 


115 


0 


55 


84 


98 


140 

128 I 


201 


187 


.i| ! ■ 


I i 161 

!■ IS?,! 


175 


215 


Abundance 


80) 


L ;_L' /ll- ■ 

Pi573 


258 

244 |; 272281 


'm/z-> ’ 40 50 60 70 80 9 ' 0 'lQO 110 120 130 140 150 160 170 I 60 190 200 210 220 230 240 250 2 OO 270 280 290 300310 

“#583; Ox^done 


315 


60! 


401 


20 i 


m/z-> ^ .k' ^ 'sb 90 ’ 160 ' ^ ■1.0 12 b 130 150 ibo 170 180^^0 200 2 ^^ 230 240 250 260 270 280 2^0 300 3^0 

714651.D Fri Jun 17 10:25:10 2011 Page 2 


70 


230 


140 


201 


258 


185 


217 


244 


281 


300 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM7\05_03_10\714652.D 

DCS 

3 May 2010 19:21 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance TrC:T14BS2U 

I 1400 i 



hme-> 2.bo 2.t0 3.00 3.bo 4.00' 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


714652.D Fri Jun 17 10:25:13 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM7\05_03_10\714653.D 
DCS 

3 May 2010 19:34 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance ^ .TrC:714653:D 



hme-> ° 2.00 2.M 3.bo 3.50 4.00 4.50 5.00 5,50 6,00 6.50 7.0o 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


714653.D Fri Jun 17 10:25:15 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM7\05_03_10\714654.D 

DCS 

3 May 2010 19:46 


ASD 

54 

DRUGS 

RTE 


AburiHince. ..TIC: rf4'65-4Xr 

I 5)55 


80000j 

! 

60000 

40000 

20000j 


Q 11 1, f r I'T j 1 I ~f r ; I ■'r'-'r 


iTirne“> 2,00 2 .ko 

' ibb ' 3.50 4,00 ' 4.50 5.00 

5.50 

6.00 ’ 

' qMq ' ' 7.00 ' 7.50 ’ ’ 8,00 ' S.^ 9,00 9.50 ' ' 

Ret. Time 

Area 

Area 

% 

Ratio % 

5.549 

151588 

100 . 

00 

100.00 


714654.D 


Fri Jun 17 10:25:18 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM7\05_03_10\714654.D 
DCS 

3 May 2010 19:46 


ASD 

54 

DRUGS 

RTE 


Search 

Libraries : C \DATABASE\SLI 

Minimum Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum Quality: 90 


C:\DATABASE\NIST98.L 


PK# 

RT Library/ID 

CAS# Qual 


5.55 C:\DATABASE\PMW_TOX2.L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 93 

000000 -00-0 16 


Abundance 


80 


60 

42 


‘ 70 

I 40 

j i! ; 

n ‘ 

I 20l 

I H i 

M f 55 I 

l:l !i, ' ■ 84 , 

i li I I i ! i i 

I 0 

; ipi I , . i 1 i M ,i ;! 


Average oTlS^B 171^5,612 min.: 7 TO5CD (-)" 


230 


t15 


140 

128 

i-^ 


201 


187 


161 


175 


214 


258 


315 ! 

i i 


244 


V !..n, .Lil.., iilil: ii'ii I; ---- !j 272281 300 , 

, r r\^ , , : ,. ,4Y' : tt ^ l-vr.--V , ■ ■ , H h . . rr4 

I 120 130 140 150 160 lt0 160 190 200 2-iq 2^0 2i0 240 250 260 2^-0 250290 300 310 
#6B3^T5xycocione 


40 


lAbuncJance 


80 


PWS" 


315 


60 


40 


20 - 


0 1 ‘-‘I = -■ ■ - ! 

40 50''eb 70 sb ob ibo i [o i':^^ lio 150 i6o i70 ibb ibb 260 210 220 230 24o 2& 260 270 28O 2bo 360 310 
714654,D Fri Jun 17 10:25:19 2011 Page 2 


70 


140 


201 

185 

i 


230 

i 

I 

217 j 


258 


244 


281 


300 


Folk OIG PRR 048014 









































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM7\05_03_10\714655.D 

DCS 

3 May 2010 19:59 

BLANK 
ASD 
2 

DRUGS 

RTF 


ATunaince... T!C; 714655,D’ 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


714655.D 


Fri Jun 17 10:25:22 2011 


Page 1 


Folk OIG PRR 048015 














Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\SYSTEM7\05_03_10\714674.D 

Operator : DCS 

Date Acquired ; 5 May 2010 10:33 

Sample Name : BLANK 

Submitted by : 

Vial Number : 2 

AcquisitionMeth: DRUGS 
Integrator : RTE 



!Time-> ^ iho iso ' 3.0 0 sio ' 4.06 4i6 5.00 sio^'^^’ ^ ’ 6.50 ibo 't.Eo ' 8 . 60 ' 9.56 


Ret, Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


714674.D Fri Jun 17 10:25:32 2011 Page 1 


Folk OIG PRR 048016 

















Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-2010\SYSTEM7\05__03__10\714675 .D 
DCS 

5 May 2010 10:46 

OXYCODONE STANDARD 

45 

DRUGS 

RTE 


Abundance 


TrC:Tf46r5.D 

55 


400000 ^ 

i 

3000001 

I 200000; j 

I 100000; ij 

I jl 

iTime-> 2. 56 i so ' ioo 3.50 4.bo ‘ 4.^0 5.b0 ' ' sio ‘ "^aOC)' ’ 6.50 ' ' 7.bo ' ' 7.50 ’ ' 8.00 ' 8 50 ' ' aOO ’ 9.50 


i 


Ret. Time 

Area 

Area % 

Ratio % 

5.549 

711251 

100.00 

100.00 


714675.D 


Pri Jun 17 10:25:34 2011 


Page 1 


Folk OIG_PRR_048017 














Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

F:\Q2-2010\SYSTEM7\05_03_10\714675.D 

DCS 

5 May 2010 10:46 

OXYCODONE STANDARD 

45 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 

PK# RT Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# Qual 


5.55 


C:\DATABASE\NIST98.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 

000076-42-6 

000076-42-6 


Abundance 


80 


Average ofSlS 17 to 5.671 min.;T1‘4B75.0“(-) ‘ 


99 

99 

99 


315 


60 


40 


20 i 


0i,:r:. 

^/z-> _3'0 

■Abundance " 

i 


80 i 


60: 


40J 


i 

20\ 


70 


230 


44 

i i 


140 

f 

201 


j ; 

i 

li 55 

84 

I 128 I 

187 ' 

258 


li hi 

\l i . i i 

161 175 :,i I 214 

i 

Oi^pL 


40 50 60 70 80 90 100 110 1^0 130 140 1^0 160 170 160 I002002i02202302402^0260 270 280 2^0 300 310 


JiU,. 


244 


272 287 


300 


WT28608: Oxycodone 


315 


230 


70 


140 


201 


42 


I oL^ 

;nri/z-> 30 


58 


115 


84 98 


128 


I /I-! T- r l 'i I'iTfIVi- ..: 


. 

. 


187 


44U44i, 


258 


217 


244 


272 286 


714675.D 


i /!•! 7 r l 'i I |'i-i-|4Vl- !-jL^-|-i ; i j = T1 ‘ 4^ T r t-'h: i , . f- - J’. . ifr • -rtr^rr-Tj - t J 

40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 S’! 0 ' 
Fri Jun 17 10:25:34 2011 Page 2 


Folk OIG PRR 048018 













































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-2010\SYSTEM7\05__03_10\714676 .D 
DCS 

5 May 2010 10:58 

BLANK 

2 

DRUGS 

RTE 


Abundance. .....TJU; 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


714676.D 


Fri Jun 17 10:25:37 2011 


Page 1 


Folk_OIG_PRR_048019 





















Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM7\05_03_10\714689.D 

DCS 

5 May 2010 13:49 

BLANK 
ASD 
2 

SCREEN 

RTE 



Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


714689.D 


Fri Jun 17 10:25:51 2011 


Page 1 


Folk OIG PRR 048020 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM7\05 

DCS 

5 May 2010 14:23 


ASD 

90 

SCREEN 

RTE 


03 10\714690.D 


Abundance 


j[crrwm:u' 



Ret. Time 


Area Area % Ratio % 


3.178 

185736 

1.48 

2.64 

3.612 

143887 

1.14 

2.04 

3.760 

923319 

7.34 

13.10 

3.938 

2148666 

17.09 

30.49 

5.564 

520204 

4.14 

7.38 

5.778 

392251 

3.12 

5.57 

5.808 

118307 

0.94 

1.68 

5.891 

125750 

1.00 

1.78 

7.226 

7047644 

56.06 

100.00 

7.689 

647672 

5.15 

9.19 

7.766 

319045 

2.54 

4.53 


714690.D 


Fri Jun 17 10:25:54 2011 


Page 1 


Folk OIG PRR 048021 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM7\05 

DCS 

5 May 2010 14:23 


ASD 

90 

SCREEN 

RTE 


03 10\714690.D 


Search Libraries: C:\DATABASE\SLI Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 3.18 C:\DATABASE\NIST98.L 

4-Imidazolidinone, 2-thioxo- 000503-87-7 50 

4-Methyl-l,3-diazacyclopentan-2-thi 1000216-60-6 43 

Ethanamine, N-ethyl-2-methoxy-N-(2 - 109907-05-3 43 


45 


Average or3T551o”3,2T97nln,: {-) 


55 


60 


70 


74 


116 


32 

40 

= i lii 

,! i 

88 



.,l|i M 

i i : 50 1 M 1 t 

h - , 1 , . i u U i 1 



100 


123 


Abundance 


801 


60 i 


401 


20 i 


m/z-> 


Oi. 


#120403: 4-lmidazd!iclinone, 2-thidxd- 


60 


88 


42 


46 


. 


56 


72 


76 


84 


116 


30 35 40 45 50 55 60 65 70 75 80 85 90 05 l6o 105 liO 115 120 125 


714690 .D 


Fri Jun 17 10:25;55 2011 


Page 2 


Folk OIG PRR 048022 


























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM7\05 

DCS 

5 May 2010 14:23 


ASD 

90 

SCREEN 

RTE 


03 10\714690.D 


Search Libraries: C:\DATABASE\SLI Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


3.61 C:\DATABASE\NIST98.L 

2-Chloro-4-aminopyrimidine 007461”50-9 38 

4”Chloro-2-aminopyrimidine 003993-78-0 35 

2-(2-Aminoethylthiomethyl)- 5-dimeth 1000222-64-9 27 


lAbuncfarice 


80 


Average of S-SBaio 3.6Wmin;: Tf4aa01J(:) 

1?9 

94 


60 


40 


20 


58 


42 

i 


138 


124 


65 


61 


31 36 l; 

0;, I,,, i, 


81 


N ,M r ii : : ■ i 


110 

f 


. 


173 

i 


155 


3b' 35 4b 45 50 65 'eb 6b 70’ 7b 8b 85 90 9'5’l00105110115l20l25lboi’35V4bl45lbbl55lboib'517bi7'5 


Abundance 


80 


60 


40 


20 


■#5833'1: 2-Chlorb-4-am]nopyrim]dine 


94 


129 


41 


28 


67 

I 


i 

1 

52 

i 1 

|f 

36 ij 

11147 Jl i 



i 1 i MlH.-I ji- 


77 86 


102 


116 


in/z-> 2 b 25 ' sb' 35 ' 4 b ’’45 ' 5 b 55 bb' 65 "70 75 sb 85 90 95 1001051 ■ioh5i2oi25i3bl3514bl4515bl55l6bl65l/bl75 


714690.D 


Fri Jun 17 10:25:56 2011 


Page 3 


Folk OIG PRR 048023 















































Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P:\Q2-2010\SYSTEM7\05 

DCS 

5 May 2010 14:23 


ASD 

90 

SCREEN 

RTE 


03 10\714690.D 


Search Libraries: C:\DATABASE\SLI Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


3.76 C:\DATABASE\NIST98.L 

Imidazole, 1,4,5-trimethyl- 020185-22-2 22 
Phosphorodiamidous fluoride, tetram 001735-82-6 22 
IH-Pyrazole, 1,3,5-trimethyl- 001072-91-9 18 


(Abundance 


80 


60 


40 


20 


30 


42 


37 : 


m/z-> 


Average ofS T4Tlo 3:M31 w 
110 


58 


53 


66 


82 


; .^2 71 

30 40 50 60 70 ' ’ '^0 


!i4Z...J,lUri..U... 


94 


124 




116 


137 


149 


165 


182 


90 Ido 110 120 130 140 150 160 170 l80 


'Abundance 


80 i 


TOOOaO: Iniidazofe, 1,4,5-ifimetlTyl- 
110 


m\ 


401 


20 ; 


42 


95 


56 68 


84 


i [ 

0- . 

'rr\lz-> 30 


51 

L l mH!!N; : 62 

,ih:73 

■ 

; i 

i 

i ; 

40 

50 60' 

70 

m ‘ 

sb i6o 110 iio 

714690.D 


Fri 

Jun 

17 

10:25:57 2011 


140 150 160 170 180 


Page 4 


Folk OIG PRR 048024 































Area Percent / Library Search Report 


Information from Data Pile 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q2-2010\SYSTEM7\05__03_10\714690 .D 
DCS 

5 May 2010 14:23 



90 

SCREEN 

RTE 


Search 

Libraries: C:\DATABASE\SLI 

Minimum Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum Quality: 90 


C:\DATABASE\NIST98.L 


PK# 

RT Library/ID 

CAS# Qual 


3.94 C:\DATABASE\NIST98.L 

2,3,4-Trimethyl-isoxazol-5(2H)-one 
5-Methyl-1-nitropyrazole 
IH-Imidazole, 2-methyl-4-nitro- 


1000146-01-3 11 

031163-85-6 11 

000696-23-1 11 


Abundance 


Avera^of 3.W4TO 4:0ZfW^^ 

9l4 


80 i 


127 


601 


40 j 


20 ’ 


42 

i 


30 36 


58 

I 


51 


65 


81 


'"Jitllini nii.uL ill F® 75 U. 115 '''^4iiij:132 l!, 154 :m 

! r-r-r-i-rVs*! ' ! j I I / i j *^ ! ! i i • 1 i 4 -M“r* ''! ! i I T |"T T I j.": ! : = • Vj riri \ 1 1 ■•yrT-r--';■*'■:-4 ? I ^ J = T T-p-';“F"r: ; i rT*p'"!"i i 1 ; ; : 7 rT--^"T : 1 I ! : J i J ■.■r-T'-r-vf f I \ ■ i lf"TV'i'i i ■ i ; 

30 35 40 45 50 5'5 60 6'5 70 75 80 85 9*0 95 1001051101^5120125130135140145150155160165170175 


99 


110 


138 


;i; 115 ^22|;jj|,^32 il 


171 


jn/z-> 

Abundance 


¥57518: '2y!j;4-T rfmelFryi4soxazd!-5(2R)*dae 

127 


801 


601 


40! 


56 


20 


42 




0^ 


37l ii 


5in^ 


98 


68 


81 


112 


3b’ 35 40 '45“5'0 55 'e'o 65 7b 75 ob 85 ob 'os'lbo 155110115120125130 135V4b 1451501551601^ 


714690,D 


Fri Jun 17 10:25:58 2011 


Page 


Folk OIG PRR_048025 









































Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM7\05 

DCS 

5 May 2010 14 : 23 


ASD 

90 

SCREEN 

RTE 


03 10\714690.D 


Search Libraries: C:\DATABASE\SLI Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


5 5.56 C:\DATABASE\NIST98.L 

IH-Inden-l-one, octahydro- 029927-85-3 30 
4-Methyl-bicyclo[3.2.1]octan-2-one 106819-27-6 25 
Benzo[b]thiophene, octahydro-, cis- 019516-14-4 25 


®uridance 


80 

60 


67 


40 


42 


58 

I 


Aver^e“or5;4341o 5:6l'8lTirn.: T146miJ(-) 
142 


94 

110 




20' 


01 -: 


32 


30 


4b ^ 


511 


50 


83 


iiih ill II I 

60 7b 


124 


159 


189 

i 


171 


233 


80 


ijli ■ ! 101 ^ 

g'o ioo lio lio 140* 15o' ibo 'ito’ 1& 1& 200 2I6’ 220 2^6 * ' 



714690.D Fri Jun 17 10:25:58 2011 Page 6 


Folk OIG PRR 048026 










































Area Percent / Library Search Report 


Information from Data File: 

File Name : F;\Q2-2010\SYSTEM7\05_03_10\714690.D 

DCS 

5 May 2010 14:23 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


ASD 
90 

SCREEN 

RTE 


Search Libraries: C:\DATABASE\SLI 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


5.78 C:\DATABASE\NIST98.L 

2-(2-Aminoethylthiomethyl)-5-dimeth 1000222-64-9 83 

Methyl pyrrole-2-carboxylate 001193-62-0 16 

8 -Azabicyclo[3.2.1]oct-6-en-3-ol, 8 054725-49-4 14 


Abundance 


80 


60 i 


94 


126 


137 


169 


40! 


58 


110 


lAbundance 


80 i 


2-X2-Am! noe!Hy]iblbmethyl)-5-dfmethyls minomelFiylfu r 
^4 


60 


401 


20 ' 




58 


125 


44 


110 


51 


34 ij; 


66 

! 

! 


81 


75 

i . 




137 


169 


I 88 


IM': ihh'iMO': ^ I 


143 ^53 


30 4b 6b 6b _7b ^ 90 ibO XI?' 

714690.D Fri Jun 17 10;25:B9 2011 Page 7 


185 


20 

30 

i 

44 

1 

i i 

J ; 


81 









1 

i 

i j 

52 

Xiiiiji 

66 








! Oi 

' 

1 j 

L ill 75 |: 

ij., Jjijij , li.-Jiiji! 

88 : 

- o 

- o 

. 116 , !■ 

L ' 1 I ! ^ h d M . 1 » j 

'h:43 

159 


. 

'myz--> 

^ 3b' 

4‘0 

50 

60 70 80 

^ w 

100 1' 

0 120 130 

140 iso' 

160 170 

180 190 200 210 j 


213 


Folk OIG PRR 048027 







































Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

F:\Q2-2010\SYSTEM7\05 

DCS 

5 May 2Q1 Q 14:23 


ASD 
90 

SCREEN 

RTE 


03 10\714690.D 


Search Libraries: C:\DATABASE\SLI Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


7 5.81 C:\DATABASE\NIST98.L 

N,N-Dimethyl-2-cyclohexyloxyethylam 071126-60-8 5 
1,2-Ethanediamine, N,N,N'-trimethyl 000142-25-6 5 
2-Propanol, 1-(dimethylamino)- 000108-16-7 5 


Abundance 

80| 

1 

60 { 

i 

40i 

j ! 


Average bf'5r7^61o 5;B37 min.: 714W(X^D'(-^ 
5,8 

i 


20 i 


35 


42 


Wz-> 


30 40 


50 


60 


72 

rb 


80 


103 

93 .j, 113 120 144 151 168 

b'o’ 160 iio iib i3o' 140 ibo 1& 170 


197 


180 190 200 


Abundance 


58 


W8350~: N, N- DimMhyi^-cyclohexylbxyeth'yiafnine 


801 


60! 


40 


20 


42 


I 30 

OW-h..... ..^ ......^ ..,.^ ‘ ^ ...= ^ ^ .^^ ■ 

yn/z-> 30 40 50 60 70 80 90 100 110 120 130 140 150 I6O 1>0 I8O 190 


73 

67 n 62 68 


171 


200 


714690.D Fri Jun 17 10:26:00 2011 


Page 8 


Folk OIG PRR 048028 





















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SySTEM7\05_03_10\714690.D 

DCS 

5 May 2010 14:23 


90 

SCREEN 

RTE 


Search 

Libraries: C:\DATABASE\SLI 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


jAbun dance 


80 j 


60 


40- 


20 ? 


b/z-> 


lAbun dance 


801 


60; 


401 


20^ 


Wi/z-> 


5.89 


C:\DATABASE\NIST98.L 

2~Thiophenepropanamine^ N,N“dimethy 023711-40-2 
L-Alanine, N-methyl- 003913-67-5 
2-Furancarboxylic acid, trimethylsi 055887-53-1 


25 

14 

14 


58 


30 


■Ttwrag^ 01^64910 5:897 nM. :^ 
9,4 


125 

i 


137 


44 

i i 

i I 


51 


66 


72 



110 

1 : 

i 

81 



1 I. 

1 ^ 

^ . 1, 88 • 

^ 103 

M ( .Ji 

i. ..diili liiiii ''49 

8b' ’ gb ^ 

ibo ’' 110 /i2o ' 

' i30 Uo 150 


169 

i 


3i0 40 50 6b 7Q 

.■Ff832B:^7T-bioplTen^^ N,W*dirrre"thy]- 

58 


197 




181 


42 I 

^0. U ^ ■'09115 123129135141 

30 '' 4b' ‘m 60 " ' Vo' 60 bo ioo' ' lio ’ 120 130 ' 140 150 ' 160 ' 170 ' 180 190 


714690.D 


Fri Jun 17 10:26:01 2011 


Page 


Folk OIG PRR 048029 












































Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\SYSTEM7\05__03_10\714690.D 

Operator : DCS 

Date Acquired : 5 May 201 0 14:23 

Sample Name : 

Submitted by : ASD 
Vial Number : 90 

AcquisitionMeth: SCREEN 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


9 7.23 C:\DATABASE\NIST98.L 

Benzaldehyde, 4-hydroxy~, oxime 000699-06-9 32 

5-Isopropyl-3,3-dimethyl-2-methylen 081250-44-4 25 

N'-Furfurylidene-2,4-dihydroxybenzh 1000224-57-3 23 


Abundance Average of 7.iyi to 7.315 min.:Ti4690.D (-) 

1^7 

80l : 





110 



40 

58 


^ 125 

I 



1 

20 

: 67 


I 

. i 152 



42 I 

81 1 

i ' ^ ■ 

M 1 236 

j 

1 0' 

i 30 1. 50 i i 



ii !' 161 180 195 208 218226 ; 

25^ 265 279 


I oh ;.. .)i!i . 'xr-.,....... .7’ ^ h-. H , ^ 

m/2-> 30 40 50 60 70 80 90 100 110 120 130 140 1 50 160 170 180 190 200 210 220 230 240 250 260 270 280 



714690.D Fri Jun 17 10:26:02 2011 Page 10 


Folk DIG PRR 048030 


























Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM7\05_03_10\714690.D 

DCS 

5 May 2010 14:23 


ASD 
90 

SCREEN 

RTE 


Search 

Libraries: C:\DATABASE\SL1 

C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


10 7.69 C:\DATABASE\NIST98.L 


Phenol, 

2 -ethoxy- 

000094-71-3 

30 

Phenol, 

2 -ethoxy- 

000094-71-3 

27 

Phenol, 

4-ethoxy- 

000622-62-8 

27 



®urrdance . #120042rPhenol, 2-elhoxy- 

1 I 110 

i so! j 

60i ! 


40: 


138 


20 i 


Os 


27 


18 


64 


81 


39 
I , 


53 

.j,;' 


92 


■m/z-> 10 20 30 40 50 60 70 80 90 


"l5o'l10 


121 

120 lio 140 ISO 160 170 180 ISO 200 210 220 230 240 250 260 270 280 


714690.D Fri Jun 17 10:26:03 2011 Page 11 


Folk OIG PRR 048031 




























Area Percent / Library Search Report 


Information from Data File: 

File Name : P:\Q2~2010\SYSTEM7\05_03_10\714690.D 

DCS 

5 May 2010 14:23 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


ASD 

90 

SCREEN 

RTE 


Search Libraries: C;\DATABASE\SLI 

C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# 


Qual 


11 7.77 C:\DATABASE\NIST98.L 

Furan, 2,5-dibutyl~ 072636-53-4 32 
Benzeneacetic acid, 4-hydroxy-3-met 015964-80-4 23 
3,5-Octadiene, 2,2,4,5,7,7-hexameth 055712-52-2 23 


Abundance 


80 


Average of7:r3TTo7:ST37ma:T14^,TTI4'' 
137 


60 


40 



94 





20 

44 

58 

1 i 

i [ 

110 

125 



1 0 

i |j 

66 ®'' 

44L- ,iji|. iijiKilil , 

60 70 80 

|i 102 

it - . iti,'di ,. 

, . i : i 


152 

169 

5b 

90 160 

1i0 

lio' i'io ■ 

140 150 160 

'l70 


196 207 222 


261 


lAbiindahce 


801 


137 


60 


40; 


20 i 


27 


43 


81 


95 


q! ^,1 63/:'’ ,j^._ J®''. ...._ 

m/z-> ' 30 ' 4 b 50 60 ' r'd 'bd 90' 100 110 dio '130 i4o 'iso 160 170 180 ido 200 210 220 230 24 o zto 260 


180 


714690 .D 


Fri Jun 17 10:26:04 2011 


Page 12 


Folk OIG PRR 048032 




















Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired ; 

Sample Name : 

Submitted by 
Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File; 

F:\Q2-2 010\SYSTEM7\05_03__10\714691 .D 
DCS 

5 May 2010 14:57 

BLANK 
ASD 
2 

SCREEN 

RTE 


Abundance TrC:TFr69T.TT 

; 50001 


4000i 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


714691.D 


Pri Jun 17 10:26:08 2011 


Page 1 


Folk OIG_PRR_048033 






















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM7\05 

DCS 

2010 15:31 


03 10\714692.D 




^ime-> 2.00 4.00 6.00 8.00 lOiOO 12!o0 1410 1610 18l0 2010 22!oO 2410 26.10' 28!oO 


Ret. Time 

Area 

Area % 

Ratio % 

6.555 

352677 

51.64 

100.00 

7.190 

330309 

48.36 

93.66 


714692 .D 


Fri Jun 17 10:26:12 2011 


Page 1 


Folk OIG PRR 048034 












Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 


F:\Q2-2010\SYSTEM7\05_03_10\714692.D 

DCS 

5 May 2010 15:31 


ASD 

92 

SCREEN 


Integrator 

: RTE 


Search 

Libraries: C:\DATABASE\SLI 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 
Minimum Quality: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

6.56 

C:\DATABASE\PMW_TOX2.L 

Palmitic acid 

Myristic acid 

Diethylene glycol dipivalate 

000057-10-3 94 
000544-63-8 87 
000000-00-0 10 

Abundance 

43 

Average or6^526^t6 6,638 min.:T1^692U(-) 

6,0 7-3 



80! 


60 


40 


20 


Ol-, 


129 


36 


5 ^ I 

. !_i. 


83 


97 


115 

105 I I 122 


157 


143 


171 185 


213 


199 


227 


256 I 
, i 


b/z-> 30 4'o 5'o eb 70 8'0 90 100 1 io l20 130 140 iSO 160 17 0 1 8 0 190 2 d o 210 220 2 30 2 40 2^0 ' * 

#822: Parmllic acid PI 210 


Abundance 


80 i 


60 713 


601 


40! 


20 i 


i s 


129 


83 


97 


256 i 


157 171 


213 


•' Oi . j ^ . I .Ht': j ■. , V: • • ' j i j i i i j i ^ l l . i y, ■ 

bi/z-> 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 260 


714692.D 


Fri Jun 17 10:26:12 2011 


Page 2 


Folk OIG PRR 048035 


































Area Percent / Library Search Report 


Information from Data File: 

File Name ; F:\Q2-2010\SYSTEM7\05_03_10\714692.D 

Operator : DCS 

Date Acquired : ^^Ma\^2^10 15:31 

Sample Name : 

Submitted by ; ASD 
Vial Number : 92 

AcquisitionMeth; SCREEN 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI Minimum Quality: 90 

C:\DATABASE\PMW__TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


2 7.19 C:\DATABASE\PMW_TOX2.L 

Stearic acid 000057-11-4 93 
Myristic acid 000544-63-8 64 
Undecane 001120-21-4 10 



80, 

I 60 



714692.D Fri Jun 17 10:26:13 2011 Page 3 


Folk OIG PRR 048036 








































Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q2-2010\SYSTEM7\05_03_10\714693.D 

DCS 

5 May 2010 16:05 

BLANK 
ASD 
2 

SCREEN 

RTE 



1000 ) 


Oi 


hme-> 2.00 4.00 6.00 8.00 ' I'o.'oo 12!00 14'00 16.00 18!00 20:00 22!00 24.00 26.00 28.00 


Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


714693.D 


Fri Jun 17 10:26:17 2011 


Page 1 


Folk OIG PRR 048037 











